Brief comment text:

Opposition to FCC Public Notice August 2024 – Proposal by NextNav

Hello and thank you for taking time to read this. I am in opposition of proposal by NextNav due to potential interference with LoRa devices that use Meshtastic. Meshtastic is a very large global community. I have learned a great deal from both the RF side and computer coding side. My area has problems with power outages and when electricity goes out, so does the cellular and internet despite having UPS battery backup on routers/modem and a natural gas generator. These devices are how my family communicates. My family also uses these when we go hiking. This technology is very similar to the “GoTenna” devices used by BP and other federal agencies but they are extremely affordable and just the common everyday folk can benefit from it. 

Please keep the ISM band as it is so we can all benefit and grow. 

Respectfully,
Mark Ryan
